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1. Swing the period ] Maren 1961 through 33 Merch 1901 
ware a total of aixteen (16) missions reported Clam wring photo~ 
sraghia equipment. Squipments malfunctioned on twa (2) of these 
‘estons, giving an over~all effectiveness of 87 Sve 
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Qgaions UT 4139: Tracker transported only a feet. ieact 
cause of malfunction unknown at this time. Report will be rete 
when cause found. Tracker operated at preflight andl poatflighte . 
was turned off for a short. ported during flight. 
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The 3 figuration jamsed at the ond of Mission S085 an 
approsddante ly forty (10) exposures were lost. on the G. aide. Reason 
for malfunotion has act heen reported. or 
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